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& ARCSEG DRIVE 


ZHEJIANG QIYUE MECHANICAL TECHNOLOGY CO., LTD. 


is your complete source 


for gear reducers, actuator,rotary table, robot arm, and other innovative 
products used in automation technology.With one of the largest product 
offerings in the motion control industry as well as the engineering 
expertise and manufacturing capabilities to provide customized 
solutions, Arcsec Drive can help with your application.Being flexible to 
meet the needs of customer requests and great service are what set 


Arcsec Drive apart from the rest. 


ADF-I ULTRA FLAT TYPE HARMONIC DRIVE REDUCER 
Item No.: ADF-I-14-100 

Installation easy 

Compact and simple design 

Outer diameter:75mm 

Weight:0.58Kg 

Max.Torque: 54Nm 

Rated Torque: 7.8Nm 

Optional size:11 


Application: Robotics;Medical;Defense;Aerospace;Machine Tool 


CHINA MANUFACTURE ROBOT ARM GEARBOX RV GEARBOX 

Color: Silver 

Type:RV Series 

Place of Origin:zhejiang, China 

Brand Name:Arcsec Drive 

Applicable Industries: Hotels, Garment Shops, Building Material Shops, 


Manufacturing 


THE HOT SALE PLANETARY GEARBOX PLF SERIES FOR ROBOTICS 
Item No.: PLFO1 

Place of Origin: Zhejiang, China 

Brand Name: Arcsec Drive 

Net Weight: 7.4 KG-9.8KG 

Noise: <68 

Temperature: -20°C-+90°C 


Rotational Inertia: 11.4-12.8kg.cm2 


Address Info 


ADD:Ganlin Industry Zone, Shengzhou, Zhejiang, China 
PHONE:+86 13758592951 
TELEPHPNE:+86 575 81388191 


E-MAIL:info@arcsecdrive.com 


Web:https://www.arcsecdrive.com/ 


